онт. 38° scenza 
ADAPTER MODEL CR-30 


WIRING SCHEME 


ASSEMBLY WITHOUT WIRES — 749 -105-9-001 
COVER, CRT SOCKET — 380-476-9-001 


NYLON RECEPTACLE 
779-004-9-001 
PINS (SPECIFY QTY) 
765 - 006-9 - 001 


Зө 60 90 126 
20 50 60110 
16 40 79109 


FITS CRT DIMENSIONS: 
A = pin circle diameter 
a = angular pin spacing 
B = post diameter 
b = angular keyway spacing 
C = keyway width 
D = keyway width 
E = keyway depth 
F = outer keyway radius 


5.24 mm/0.600" nom. 
5-5/70 


В & K-Precision, Factory Service Department 
Maxtec International Corporation 

" 6470 West Cortland Street 

5 mm/0.138 Қ Қаны: Chicago, Шіпоіз 60635 

.8 mm/0.071" max. Telephone: (312) 889-1448 

.70 mm/0.067" max. 

1.6 mm/0.4565" max. 


481-167-9-030B 


Used with B & К-Ргесізіоп Models 467, 470, 480, 490 


HEATER 
VOLTAGE 


HEATER 
VOLTAGE 


370KLB22 
370MVB22 
420EWB22 
420FKB22 
420FRB22 
470LJB22 
470LKB22 
470LWB22 
470MWB22 


w w w w ww 


560EMB22 
A38JAK70X 
A43JDS00X 
A48JAK70X 
А487А270Х 
A48JAZ90X 
A48JDS00X 
A51JEW00X 
A63JDC05X 


w w w w 


w w 


470NTB22 
510ACAB22 
510NZB22 
510TFB22 
510TGB22 
510TNB22 
510TXB22 
510VEB22 
510WXB22 
510ZTB22 


A63JDC05X01 
M29JDQ55X 
M34JBL09X 
M34JBL60X 

M34JBL60X01 
M34JFA09X 

M37-102X 
M48JDG40X 
M48JFB09X 
M48JF B49X 
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In order to keep your set-up chart up-to-date, it is recommended that 
you subscribe to the B & K-Precision chart mailing service. These mailings 
will occur in May and November of each year and will include all the tubes 
presently listed on your chart plus all new types of CRT's that have come 
out since the last mailing. 


If you wish to take advantage of this service, contact: 
B & K-PRECISION, FACTORY SERVICE OPERATIONS 
MAXTEC INTERNATIONAL CORPORATION 
6470 West Cortland Street 


Chicago, Illinois 60635 
Telephone %: (312) 889-1448 


For information оп ordering a subscription. 
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